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•CHRIST  CHURCH,  Philadelphia,  Pa. 
Christ  Church  located  on  North  2nd  Street 
just  north  of  Market  Street.  In  this  church 
George  Washington,  when  living  in  Philadel- 
phia, had  a  pew. 
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